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BILL NO. S-81-06-^9^ 


SPECIAL ORDINANCE NO. 




AN ORDINANCE approving City Utilities 
Purchase Order No. 4-09489 with V.R. 
Meyers Pump and Supply, Inc. for 
materials for the Water Maintenance 
and Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That City Utilities Purchase Order No. 
4-09489 dated May 29, 1981, between the City of Fort Wayne, 
by and through the City Utilities Purchasing Agent and the Board 
of Public Works and V.R. Meyers Pump and Supply, Inc., for: 


copper pipe for the Water Maintenance 
and Service Department, 


at a cost of $22,370.00, all as more particularly set forth in 
said Purchase Order, which is on file in the Office of the De¬ 
partment of Purchasing and is by reference incorporated herein 
and made a part hereof, be and the same is in all things rati¬ 
fied, confirmed and approved. 

SECTION 2. That this Ordinance shall be effective upon 
passage and approval by the Mayor. 



APPROVED AS TO FORM AND 
LEGALITY JUNE 5, 1981. 










time in full and on motion by_ 
and duIy-padopt^cL 


seconded by _ 

by title and referred to the Committee_ 

plan Commission for recommen dati on) and Pu 
due legal notice, at the Corf 
Indiana, on_—- , the 


endation) and Public Hi 
orfncTl'h^harabeseT'ci ty-< 

^—-. frh m — - 


£d Jthe second time 

_(and the City 


19 


at 




paring to be held after 
County Bui lding, Fort Wayne, 

r~^s _day of 

o'clock_M. , E.S.T. 




CHARLES W. WESTERMAN 
CITY CLERK 


Read the third 
seconded by 
passage. 


.in full and on motion by_ 

__, and duly adopted, placed on its 




PASSED (L3S39 by the following vote: 


ABSTAINED 


TOTAL VOTES 

BURNS 
ElS3ART 
GiaQUINTA 

NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

SCHOMBURG 

STIER 

TALARICO 

DATE: 






2a— 


CHARLES W. WESTERMAN - CITY CLERK 
Passed and. adopted by the Common Council of the City of Fort Wayne, 

Indiana, as (ZONING—MAR)-^ GENERAL )-1ANNEXATT0N) Q (SPECIAL) 

(APPROPRIATION) ORDINANCE (RESCLGTI 9 N) No._ 
on the _day of 



CHARLES W. WESTERMAN - CITY CLERK 

Presented by me to the Ma#or of the City of Fort Wayne, Indiana, on 


_day of 


_<^£o' clock 


at the hour of 



Approved and signed by me this _ 

19 6/ , at the hour of */- _o'clock ~7? M. ,E.S.T. 


Charles w. westerman - city clerk 

cZS ** _day of 


WINFIELD C 

MAYOR 


^TIaoseeTT 






















































































S-81-06-08 


WE, YOUR COMMITTEE ON 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City Utilities 


_TO WHOM WAS REFERRED AN 


ORDINANCE a PP rov i n 9 City Utilities Purchase Order No. 4-09489 

with V.R. Meyers Pump and Supply, Inc. for materials for 


the Water Maintenance and Service Department 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE /' PASS. 


PAUL M 

. BURNS, CHAIRMAN 

Cs 

VIVIAN 

G. SCHMIDT, VICE 

r 

CHAIRMAN 

BEN A. 

EISBART 


SAMUEL 

J. TALARICO 


ROY J. 

SCHOMBURG 




£ '/^' Y CONCURRED IN 

CHARLES W. WESTERMAN, CITY CLER ' 


DATE- 
































:ounis F0« THE city OF DEPARTMENT OF PURCHASES 

yayne 1985. NUMBER ONE EAST MAIN STREET 

ROOM 470 

FORT WAYNE, INDIANA 46802 

MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS ETC. TO: 


Water Maint. & Service 
415 Hast Wallace 


Fort Wayne IN 46803 


n 


V.R. Meyers Pump & Supply 
3427 N. Clinton 
Fort Wayne IN 46805 
1723-02 


DELIVER TO: - 

DEPARTMENT 


J 


OR DIVISION_ 


CASH DISCOUNT TERMS 


F PAID WITHIN 


ACCEPTANCE OF GOODS OR PERFORMANCE OF SERVICES. 


R DISCOUNT SHOWN BELOW) 


-09489 


DATE 5/29/81 

REF. NO. 

REQ. NO. 


THE ABOVE INFORMATION MUST APPEAR ON 
ALL INVOICES, BILLS OF LADING, DELIVERY 
TICKETS, PACKAGES AND CORRESPONDENCE. 
INVOICE IN DUPLICATE. 


THIS PURCHASE ORDER ISSUED BY: 


APPROPRIATION % 
NUMBER J 


MATERIALS, SUPPLIES OR SERVICES 


TAX EXEMPT (UNLESS otherwise INDICATED) 


CORRESPONDED 


25000 

2000 


ft 

ft 


3/4" ' K' soft coils spec, copper 


1" 'K' soft coils spec per fed. reg. 
copper 


20250.0C 

2120.0C 


22370.0C 


TERMS OF AGREEMENT 
ON THE BACK OF THIS 
ORDER. 


PRICES PER BID REFERENCE 597 
SUBJECT TO COUNCILMANIC APPROVAL 


GOODS TO BE RELEASED AGAINST INDIVIDUAL 
PURCHASE ORDERS UPON REQUEST BY W.M.&S. 


SHOWN INCLUDE A 
CHARGES FOR DEL 
ERY, PACKING, EH 


UNLESS OTHERWISE 


WHEN NECESSARY. 


EXEMP. CERTIF. NO. 


AMG/ml 


I HEREBY CERTIFY THAT THE COST OF THE ABOVE PURCHASE IS FULLY COV¬ 
ERED BY UNENCUMBERED BALANCES IN THE ABOVE FUNDS AND THAT THE 
EXPENDITURE THEREFOR HAS BEEN OULY AUTHORIZED AND APPROPRIATED. 


I HEREBY CERTIFY UPON MY OWN PERSONAL KNOWLEDGE THAT THIS ORDER 
IS AUTHORIZED BY A PROPERLY EXECUTED AND APPROVED REQUISITION ON 
FILE IN THIS OFFICE. 


Director of Purchases 


ORIGINAL (1) 

































is :x: i:> r i==: f eh r ie:-: n c iee: n u m he; he: r 


Ivi 


i:> he: r he: r m :x: 1^4 a r :x: o n o f he: ::c i:> 3 „ he: y p he: r o he: n t a g; he: e $ 


BXOS—FORi— 2000 FT* OF 1" TYPE "K" SOFT- COPPER IN 60 FT COILS 


THE RATING FOR TRI-STATE ISt 
THE RATING FOR UR MEYERS ISt 
THE RATING FOR WAYNE ISt 
THE RATING FOR CENTRAL IS i 
THE-RATING FOR READING ISt 
THE RATING FOR LE RAN ISi 


93*7715 X 
97.6 X 
90.3829 % 
76.1781 % 
93.0795 % 
89.0559 X 


(* 2268*4 ) 

<$ 2070.25 X- 
($ 2423.08 ) 
<$ 2620 ) 

(* 2130 ) 

($ 2440 ) 


BREAKDOWN OF PERCENTAGESi 
TRI-STATE Q = 29.4 X S = 9.8 

MR MEYERS Q is 29*4 % S = 9*8 

WAYNE Q - 29.4 X S = 9.8 

CENTRAL Q = 29.4 X S = 9.8 

.READING_ Q =_29*4 X S = 9.2 

LE RAN Q = 29.4 X S = 9.2 


X D = 18. 4 X P = 36.1715 X 

% D 18.4 7. P =-40 % 

X D = 18 % P = 33.1828 % 

% D = 7.6 % P = 29.3781 % 

X D = 16.6 X _P= 37.8795_X 

X D = 17.6 X P = 32.8559 X 


THE VENDOR WITH THE HIGHEST PERCENTAGE EQUALS THE LOWEST AND BEST BID. 


_FORMULA!—_PRICE—4 0--Z.*_ QUALITY „30._X*.._ SERVICE _ 10 DELIVERY 20 X = inn V. 


_PRICE!_!_PRICE IS -BASED ON THE LOWEST AMOUNT RECEIVED._ _ 

QUALITY: QUALITY IS BASED IN KNOWIN INFORMATION OF MATERIALS AND HOW THE BID 

__ MET THE SPECIFICATIONS REQUESTED* 

service: service is based on past experience of the vendor and ANY KNOWN 

__ CHANGES IN THEIR OPERATION. 

delivery: delivery is based on specified delivery DATES» AND its impact 

on the department requesting the equipment. 










——Hi: x i:> r ih: I"' ih: r ih: m e i-n- isr u m in: ih: r — -ss <s> ^ 

d ih: t ih: r m :i: n« a t :x: o n o r ih: :x: i:> s> „ ns v r ih: r a ih: n t at ih: n > % 


BIDS FOR? 250 0 0 FT♦ OF 3/4' TYPE *K" SOFT COPPER IN 100 FT. COILS 

THE-RATING FOR T RI-STATE 1ST 88.915 % 24342*5-> 

THE RATING FOR OR MEYERS IS? 97.4625 % <* 20068.8 ) 

THE RATING FOR WAYNE IS? 85.798 Z <* 25701 ) 

THE RATING FOR CENTRAL. 1ST 75.3 % <* 25750 >- 

THE RATING FOR READING IS.* 95.2 % ($ 20000 ) 

THE RATING FOR LE RAN IS? 88.7 % (* 23750 ) 


BREAKDOWN OF PERCENTAGES? 


-TRI-STATE- 
VR MEYERS 

Q 

Q 


29.4 

29.4 

% 

% 

s = 

9.8 

9.3 

Z 

Z 

D 

D 

— 

18*4 % 
18.4 Z 

P 

P 

” 

31.315 % 
39.8625 % 

WAYNE 

Q 

=: 

29.4 

% 


9.8 

Z 

D 

= 

18 % 

P 

= 

28.598 Z 

CENTRAL. _ 

Q 


29-+4 

% 


9.8 

Z 

D 


7.6 % 

P 


28.5 Z _ 

READING 

Q 

s 

29.4 

% 

s = 

9.2 

% 

D 

a 

16.6 % 

P 


40 % 

LE RAN 

Q 

~ 

29.4 

Z 


9.2 

Z 

D 

“ 

17.6 % 

P 

- 

32.5 Z 


THE VENDOR WITH THE HIGHEST PERCENTAGE EQUALS THE LOWEST AND BEST BID. 


FORMULA: PRICE TO %f QUALITY 30 Zr SERVICE 10 Zt DELIVERY 20 % = 100 % 


PRICE? PRICE IS BASED ON THE LOWEST AMOUNT RECEIVED. 

QUALITY ?_QUALITY--IS-BASED-IN KNOWIN INFORMATION-OF- MATERIALS AND HOW—THE.-BID 

MET THE SPECIFICATIONS REQUESTED. 

SERVICE-?_SERVICE IS-BASED ON -PAST EXPERIENCE OF THE VENDOR -AND ANY- KNOWN- 

CHANGES IN THEIR OPERATION. 

-DELIVERY--?.DELIVERY-IS BASED ON SPECIFIED DELIVERY DATES* AND ITS IMPACT- 

ON THE DEPARTMENT REQUESTING THE: EQUIPMENT. 









in: :x: p r in: i : ” in :\ < in: m o in: n u m in: in: r 


53 <? -y 


i:> in: *r in: r m :x: n a t :x: a m o i " in; :x: i:> <3 y in: v r ih: r a in: n *r a ts in: 3 $ 


BIDS FORJ 250 0 0 FT OF 3/4" TYPE *K" SOFT COPPER IN 6 0 FT OILS 


—THE -RATING--FOR TRI-STATE IS i 
THE RATING FOR VR MEYERS ISt 
THE RATING FOR WAYNE ISJ 
THE RATING-FOR CENTRAL ISJ 
THE RATING FOR READING IS! 
THE RATING FOR LE RAN ISJ 


88-915 X 
97.4625 % 
85.798 % 
75.3 % 
95.2 % 
88.7 % 


C* 24342.5-->- 
<* 20063.8 ) 
<* 25701 ) 

C* 25750 ) 

<$ 20000 > 

($ 23750 ) 


E:RI Al DOW i OF PERCENTAGES J 


TRI-STATE - - R-~~ 

UR MEYERS Q = 

WAYNE Q * 

- .-CENTRAL - - Q ~ 

READING R == 

LE RAN R a 


• 29.4 % S - 9.8 % 

29.4 % S = 9.8 % 

29.4 % S a 9.8 X 

-29.4 % S ss 9.8 X 

29.4 % S = 9,2 % 

29.4 % S = 9.2 % 


D 

D 

D 

D 

D 

D 


18.4 % P a 31.315 %. 

18.4 % P= 39.8625 X 

18 X P a 28.598 % 

7.6 % P a. 2a. 5 - % 

16.6 % P = 40 % 

17.6 % P = 32.5 % 


THE VENDOR 

WITH THE HIGHEST PERCENTAGE EQUALS THE LOWEST AND BEST BID. 








FORMULA: 

PRICE 40 Xf QUALITY 30 X? SERVICE 10 X, DELIVERY 20 % - 

100 X 


PRICE. PRICE IS BASED ON THE LOWEST AMOUNT RECEIVED. 

- DUALITYt.-QUALITY--XS—BASED IN -KNOWIN -INFORMATION OF MATERIALS AND HOW THE BID - 

MET THE SPECIFICATIONS REQUESTED. 

- SERVICE :_SERVICE—IS-BASED ON PAST EXPERIENCE-OF THE VENDOR AND ANY KNOWN 

CHANGES IN THEIR OPERATION. 


DELIVERY t DELIVERY IS BASED ON SPECIFIED DELIVERY DATES» AND ITS IMPACT 
ON THE DEPARTMENT REQUESTING THE EQUIPMENT. 






15* :x: o R is: i~ is: r is: n c hi: n u m is* e:: r 

III T 

DETERMINATION OF' IE: X O SB F: Y 

f* ih: i :; : cc f: r t a (b f: sb % 


BIDS FOR: 200! 

THE RATING FOR 
-THE. RATING FOR 
THE RATING FOR 
THE RATING FOR 
-THE RATING FOR 

) FT..OF 1" TYPE 

TRI-STATE IS: 

VR MEYERS 1ST 

"K- SOFT COPPER 

93.7715 % 

97.6 % 

TEN 

10 0 FT COILS . 

<$ 2268.3 ) 
<$ -2070.25- 

>_ 

WAYNE IS: 

CENTRAL IS: 
READING IS: 

90.3829 % 
76.1781 % 
93.0795 % 



(* 2323.08 
(* 2620 > 
($2180 ) 

) 

THE RATING 

FOR 

LE RAN IS: 

89.0559 % 



2330 ) 


BREAKDOWN i 

of percentages: 






TRI-STATE 


Q = 29. 3 % 

S = 9.8 % 

D 

= 18.3 % 

P a 36.1715 

% 

-VRMEYERS- 


Q - J?.9 « 3 % 

S =9.8.% 

D 

18.3 %_ 

P - 30 % 


HAYNE 


Q 29.3 % 

S - 9.8 % 

D 

= 18 % 

P = 33.1828 

% 

CENTRAL 


Q = 29.3 % 

S = 9.8 % 

D 

= 7.6 % 

P = 29.3781 

% 

—READING, _ 


..Q = 29.3 _%_ - 

S .= .9*2 .% 

_D 

a 16.6 % 

P = 37.R7PF; 


LE RAN 


Q = 29.3 % 

S = 9.2 % 

D 

a 17.6 % 

P a 32.8559 

% 


T II V NOOF WITH HIE HIGH r PE Cl if EQUAL 5 THE LOWEST AND BEST BID. 


_PRICE-30 %> QUALITY 30_X*_SERUICE ....10 ...X t. .DELIVERY. 


_PRICE.:.__ PRICE - XS BASED .ON.—THE LOWEST. AMOUNT RECEIVED.. 


QUALITY: QUALITY IS BASED IN KNOWIN INFORMATION OF MATERIALS AND HOW THE BID 

_MET THE SPECIFICATIONS REQUESTED. 

SERVICE: SERVICE IS BASED ON PAST EXPERIENCE OF THE VENDOR AND ANY KNOWN 

___ CHANGES -IN THEIR OPERATION. -.. . 


delivery: 


DELIVERY IS BASED ON SPECIFIED DELIVERY DATES r AND ITS IMPACT 
ON THE DEPARTMENT REQUESTING THE EQUIPMENT.__ 





















Tabulator! of Bid 

Bid Reference No.: 597 

. 4-7-81 11:00am 

Closing Dare 

/Y(L. - 0/C. 

'rfsayf ■ 

/VC-fr*. \&>X. 

l ... /V./Av/ 

/-s>- //a - ***-.,, 

Est. Qty. 25,000 

size 3/4" 

-'K' soft 100 T coils fed. spec. 
WW-T-799 

PRICE PER FOOT 

$ . 2/ 

PRICE PER FOOT ■ . 

$ .Vd 

PRICE PER FOOT 

$ ,/J 

, $ - 

Est. Qty, 25,000’ 

Size 3/4" 

’K' soft 60’ coils fed. spec. 
WW-T-799 

PRICE PER FOOT 

$ ..?/ 

PRICE PER FOOT 

$ ; ?<£■ 

PRICE PER FOOT 

g .23 

,#606/ ? - 

Est. Qty. 2,000 

Size 1" 

. ’K' soft 100’ coils fed. spec. 
WW-T-799 

PRICE PER FOOT 

r- 

PRICE PER FOOT 

$ . ?? 

PRICE PER FOOT 

/, S'’ $/,/£ 

Est. Qty. 2,000 

Size 1" 

'K' soft 60' coils fed. spec. 1 
WW-T-799 

PRICE PER FOOT 

$ /.//. 

PRICE PER FOOT 

$ .?f 

PRICE PER FOOT 

/^'9 3S 

Est. Qty. 500’ 

Size 2" 

T K’ soft 20’ lenghts fed. spec 
WW-T-799 

PRICE PER FOOT 1 

$ Jt. 6~ P 

PRICE PER FOOT 

$ /,*$_ 

PRICE PER FOOT 

Est. Qty. • 500' 

Size 1-1/2" 

’•K’ soft 20' lengths fed. spec 
Ww-T-799 

PRICE PER FOOT 

.. s ' /. /V 

PRICE PER FOOT 

$ ■ #. #1 

PRICE PER FOOT ' 




' ‘ 


' 


• . ' *. 1 



































,-»n of Bid 

did Reference No,: 597 

A 4-7-81 11:00am 

Closing Date 

oat. 

'-7Sc't>S 'T&t’-rU/ 

■ Co ’ 

/^tP- /yc - 

; 's/c - be. 

Est. Qty. 25,000 

size 3/4" 

’ K’ soft 100' coils fed. spec. 
WW-T-799 

PRICE PER FOOT 

$ /-A? 

PRICE PER FOOT • 

$ . ?o ■ 

PRICE PER FOOT 

Est. Qty, 25,000’ 

Size 3/4" 

’K’ soft 60’ coils fed., spec. 
WW-T-799 

PRICE PER FOOT 

$ A O-3 

PRICE PER FOOT 

$ 

PRICE PER FOOT 

■ -7J 

Est. Qty. 2,000 

Size 1" 

’K’ soft 100’ coils fed. spec. 
WW-T-799 

PRICE PER FOOT 

$ /. ,5 / 

PRICE PER FOOT 

PRICE PER FOOT 

. $ /,<> 

Est. Qty. 2,000 

Size 1" 

’K 1 soft 60’ coils fed. spec.- 
WW-T-799 

PRICE PER FOOT 

•• $ A 3 / 

PRICE PER FOOT 

$ v:a? 

PRICE PER FOOT 

Est. Qty. 500’ 

Size 2" 

’K' soft 20' lenghts fed. spec 
WW-T-799 

PRICE PER FOOT 

• ■ $ J. 

PRICE PER FOOT 

$ J. A </ 

PRICE PER FOOT 

• g.JlO ? -^ 

Est. Qty. • 500' 

Size 1-1/2" 

’•K’ soft 20’ lengths fed. spec 
Ww-T-799 

PRICE PER FOOT 

. t jf. ZV. 

PRICE PER FOOT 

. $ /, 

PRICE PER FOOT - 

/. V3~' ■ s -^ 


■■ ; 



' . ' ’ ■■ 

































Memorandum 


To_ 

From_ 

Subject 


BOARD OF WORKS 

AARON M. GLUCK, DIRECTOR OF PURCHASES 
BID REFERENCE NUMBER 597 


D.f 5/29/81 


Attached are copies of Bids received for Various Quantities 
for Copper Pipe for the Water Maintenance and Service Depart¬ 
ment. Purchase order number 4-09489 has been assigned to 
V.R. Meyers Pump and Supply, Inc. 

In evaluating the bids, and allowing for maximum escalation, 
delivery, and schedules and service, we recommend V.R. 

Meyers Pump & Supply, Inc. This Bid represents the lowest 
and best. 


Please include the attached supporting, information when 
this ordinance is submitted to City Council for Prior 
Approval. Also, please insure that no confirming Purchase 
Order number is given to V.R. Meyers Pump & Supply, Inc. 
until Purchasing receives written confirmation of Council 
Approval. 


Aaron M. Gluck, Director 
Department of Purchases 

AMG/ml 



(oS'KI 











Water Systems Group 
Clow Corporation 


51591 U.S. 31 North 
South Bend, IN 46637 


219 272-0574 


March 25, 19&L 


City of Fort Wayne 
Department of Purchases 
Room-940 City County Bldg. 
One Main Street 
Fort Wayne, Ind. 46302 

RE: Bid Number 597 



Dear Sirs: 

Do to the present market situation we do not quote on 
the copper pipe in the quantiy necessary on bid number 
597. 

Please excuse us from bidding. 

I would also at this time, like to inform you of our 
new address here in South Bend. The Clow corp. is now 
located at: 

1100 Prairie Ave. 

South Bend, Indiana 46624 

Our telephone number is now: 

(219) 234-8911. 

Thank you for your time. 

Very truly yours, 

fiarmJLD 

James P. Butler 




P.O. BOX 50 o AURORA, ILLINOIS 60507 . 312-898-6100 


March 30, 1931 


City of Fort Wayne 
Dept, of Purchases 
One Main St. 

Fort Wayne, IN 4S802 


Gentlemen, 

Me are sorry to inform you that we are unable to quote you on your bid at this 
tine. Please keep up on your bidders list for future references. 

Sincerely, 


WATER PRODUCTS COMPANY 



Sales Manager 
JK:pr 

enclosures 


WATEBBIJS 


cs 


PRATT® 



Rockwell 

International 




Cascade 
Waterworks fTlfg. 








rcHM dpz 3 a—®. \jx± i ujc j cuiu 

DEPARTMENT OP PURCHASES 
Number One Main St,, Ft. Wayne, Ind. 46802 
INVITATION 

tM cf 




ir^ rM BaflSW 


Aaron M. Gluck 423 70^ EPARTWENT OF purchases 
I n St., Ft. Wayne, Ind. 46802 


Room 940, Number One 

REQUIRED FOR DELIVERY TO: 

Department ? -WATEITMAINTENANCE & SERVICE DEPT. 

or Division_ 415 East Wallace Street __ 


Fort Wayne, Indiana 46803 


Page- 


Ref. No _say... 


March 19, 1981 


Fund 

Appropriation No.. 


Address_ 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Closing Wednesday, April 1, 1981 at 11:30am 

Time of Bids_ _ _ 


TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - REQUIREMENTS 

For April 1, 1981 thru December 31, 1981 
See attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
NON-COLLUSION AFFIDAVIT. __ i 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this will be made on'.the basis of the 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Purchase Orders, in quanities as required. 

All.materials shall conform with the City of Ft. . 
Wayne "Water Maintenance & Water Service Materials 
Standards" revised as of September 14, 1979. 


AFFIRMATIVE ACTION: On file 


Attached 


Bid Bond r*rair*d □ XX - 


» Bond □* 


% cash discount if paid within—H—Ldays from delivery and a 


e of goods or c 


PROPOSAL OR BID 


Delivery 

r 


of any or all of the i 


asgwarrs: 

s or completion of services indicated shall be made withinJLQlaya from receipt of orders 
IMPORTANT VS ” b *•* 



..JX-RMXQEP.ER-&.LBASS. 

MICHAEL D. STEWART 

XQ 

VICE PRESIDENT 


P.0. BOX 40, 300 JAY ST 


L 

- 1 Gtr .._.£OLDWATER^.MiCHIGAN_ 

........ . 4/1/81 









































COPPER WATER PIPE 


est. 

OTY. 

SIZE 


DESCRIPTION 


IF PRUCHASED 
ALL WITHIN 

PRICE PER FOOT 

25,000 ' 

3/4: 

•K» 

Soft 100’ Coils Fed. Spec. 

WW-T-799 

30 DAYS 

.73 

J35 

.25,000 ' 

3/4" 

' K' 

Soft 60' Coils Fed. Spec. 

WW-T-799 

.73 

$ -95 

2,000 r 

1" 

’ K' 

Soft 100' Coils Fed. Spec. 

WW-T-799 

.94 

$ 1-22 

2,000 

1" 

'K» 

Soft 60’ Coils Fed. Spec. 

WW-T-799 

.94 

$ 1.22 

500’ • 

2" 

' K* 

Soft 20' Lengths Fed. Spec. 

WW-T-799. 

2.20 

$ 2.85 

500' 

U" 

»K» 

Soft 20' Lengths Fed. Spec. 

WW-T-799 

1.45 

$_1*8-8 






42,085.00 

54,745.00 


COMPANY: LE RAN COPPER £ BRASS ^ COMPANY 


SIGNATURE: 



TERMS: 

2% 30 DAYS 


F.O.B. : 

YOUR DOCK ON 500# 


DATE: • 

APRIL 1/1981 



FIRM PRICE FOR ORDER DURATION: IF ALL PURCHASED AT ONCE USE LEFT HAND COLUMN PRICES FIRM FOR 
30 DAYS ONLY. 

RIGHT HAND COLUMN PRICES FIRM THRU 12/31/81 



















CITY OF FORT WAYNE ' 

DEPAKTMENT OF PUBCHASES 
Number One Main S + ., Ft. Wayne, Ind. 46802 
INVITATION 

Qoota^ou, K&jtet to tS» «v>aiUoa» oo ti* Timm. h.r.of. %r» er» ti» followfc* Urt ( 

totatilj, ^tdr»3>*ot or for ti« Arp.a-tm.nt « fcMotioovi. »lth A.IW .-7 to d»<diootio 

» tixnra b^<rr. Qoot»tl3r« rArJI loclod. all cho-rrx for A.Hrrrf. rj. Aodr «*4 /ocr j 


^ Aaron M. Gluck 423 70^ £PARTMENT OF purchase: 
Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 


Department 
or Division_ 


~WATEK~MAi‘NTENANCE & SERVICE DEPT. 
415 East Wallace Street' 


Address _ 


Fort Wayne, Indiana 46803 


Page. 


Ref. No. SQ7 _ 

n March 19, 1981 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Closing Wednesday, April 1, 1981 at 11:30am 

Tima of Bids_ J . _ [ __ 


TAXS3t TH3 CITY IS SXSXPT JT.OM yXDSHAL ZXCIS2 AMD INDIANA STATS SAL23 TAX. TH3 CITY'S INDIANA SALS3 TAX ECZPCmON 
CSaXOTCATS NU.MB2S 13 NO. WS0J. P2ICZ3 SHOULD NOT INCLUD2 THSS3 TAX23. 6or "InKrarioo, to Bi&W' No. 10 cm prrm* Lmwf for drtHU. 

TAX EXEMPT (Unless otherwise indicated) 


QmotiV 


Unit 


Sappli«, of Srrlt« 

COPPER PIPE - REQUIREMENTS 


For April 1, 1981 thru December 31, 1981 
See attached sheets. 

The enclosed bidders sheet must be properly .compietec 
and returned as your bid, along with the enclosed 
NON-COLLUSION AFFIDAVIT. 1 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this will be made on .the basis of the 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Purchase Orders, in quanities as required. 


All materials shall conform with the City of Ft. 
Wayne "Water Maintenance & Water Service Materials 
Standards" revised as of September 14, 1979. 


AFFIRMATIVE ACTION: On file 


Attached y 


Bid Bond r*prirs>d □ XX -&%- 

9 **• 

±% cash discount if paid within. 


Tezyna. 


from delivery and acceptance of goods or completion of services. 


PROPOSAL OP. BID 


In eocopILorve* with ib* *bo-r* bsritaiJon tar fcld*'*o4 *cb£*ct to *.11 condition* th-fit-cd, 
tbrv* {roa d»bi cd eio*Ur. to ftaraUh Jmy.crf th* it*m* cr rarui+r *uch **rrio*»4 ujxsa * 

prlc-» oppodt* rich itncx. 

Delivery of any or ail of the items or completion of services indicated shall be mad9 withimgqdays from receipt of order 
IMPORTANT JS?* JU ^aU rtry :w V* * ^ a j tb+ *'jr»rd ci *n oc&ve, h U tapo^jcxt that Moi*** 

| flya 2 wi 


r 


L 


j 


...Hill^.daJ.a..„.Ki..„A9.2A2„.^ Jb5,= 81. 











































UJn-'tK WAItK FI He 


EST. 

OTY. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 



25,000 * 

3/4: 

•K’ Soft TOO’ Coils Fed. Spec. 

WW-T-799 

$ 

.80/FT. 

25,000 ’ 

3/4’’ 

’K’ Soft 60’ Coils Fed. Spec. 

WW-T-799 

$ 

.80/FT. 

2,000’ 

1” 

’K’ Soft 100’ Coils Fed. Spec. 

WW-T-799 

$ 

1.09/FT. 

2,000 

1" 

»K’ Soft 60’ Coils Fed. Spec. 

WW-T-799 

$ 

1.09/FT. 

500’ • 

2” 

’K’ Soft 20’ Lengths Fed. Spec. 

WW-T-799. 

' $ 

2.64/FT. 

500’ 

U" 

’K’ Soft 20’ Lengths Fed. Spec. 

WW-T-799 

$ 

1.76/FT. 


READING BRASS COMPANY 


JRE: UJq-aJ? 


SIGNATURE:^ 

TERf^lS: 2% 10TH NET 30 DAYS 


FORT WAYNE, INDIANA 


DATE: _ April 3, <1981- ___ 

FIRM PRICE FOR ORDER DURATION: APRIL 1,. 1981 THRU DEC. 31, 1981 


















— CITY OF FORT WAYNE 

DEPARTMENT OP PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Cootiticwj. to a. eoivJltloo. o a VU tmiot t,rW. kr. oa th» JolWiai !Ut U 

or xrr*.<M, tor Vo* i*p*fta*ai » a o*a0loa*i, Mti d.IW.ry to <WJ:u 
M tSpva t>^ov. Qrx>tat!en«.i t* *. * * *• r " r ' L ' 1 “ ,,ir ’ ■ 1 - 1 J 


• all cfcxrr** for Minty. 




Aar ° n M - Gluck ^ -^EPARTMENT OF PURCHASES 
Room 940, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Department WATER "MAINTENANCE & SERVICE DEPT. 


or Division- 

Address .. 


415 East Wallace Street 


Fort Wayne, Indiana 46803 


Page. 


Ref. No. - 6q7 _ 

Date March 1.9, 1981 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Timeof Bids_Wednesday, April %, 1981 at 11:30am 


rEOM .. J S IKX ' VL xxass and Indiana stats salz3 tax. ran crrr3 Indiana satis tax kxzmption 
CSXX mCATS NUM3HH is NO. MM3. PHI CSS SHOULD NOT ESCLUQ2 THSSS TAX23L So, "Xottroctlcai to 3!d<W H-a. 10 oa rw«r» S^MitordoLsU. 

TAX EXEMPT (Unless otherwise indicated) 



Unit 

J£»t»ri»D, S*ps>U-M. »r Swrit*. 

Vr-i, 

7*c*i 



COPPER PIPE - REQUIREMENTS 





For April 1, 1981 thru December 31, 1981 

See attached sheets. 





yihe enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
NON-COLLUSION AFFIDAVIT. ' 1 





^-We require a guaranteed firm price for all shipments 
made to us during the period stated above. 




/- 

The award of this will be made on'.the basis of the 
best overall proposition for the Utilities. 




' L 

The pipe will be shipped only upon issuance of 
Purchase Orders, in guanities as required. 




P' 

All materials shall conform with the City of Ft. 

^ Wayne "Water Maintenance & Water Service Materials 
Standards" revised as of September^-!4, 1979. 

/AFFIRMATIVE ACTION: On file V Attached 




' > 




^3id Bond rsqnirsd □ XX _ 

f ' Te yna . ^ - % cash discount if paid withnu3.<2—days from delivery and acceptance of goods or completion of services. 

PROPOSAL OP. BID ~ ' “ 


Delivery of any or ail of the items or completion, of services indicated 3hall be made withinAsdaya from receipt of order*12 
IMPORTANT Sr* d ( *i! r ‘P fV u t < ^ ldlaT < ^ ter la **» - 1 * u i»p«t»av t3*> w 

, ■ .....faraiah iafomaatica ncoMt^d xtov*. 

r 


L 


n 


j 


Tor 


-Tni*_, 


. y° / (*Ja J?4^j . 

















































COPPER WATER PIPE 


EST. 

DTY. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 



25,000 ' 

3/4: 

'K' 

Soft 

100’ 

Col 1s Fed. 

Spec. 

WW-T-799 

$ 

/ °- 3 ' 

25,000 » 

3/4" 

»K' 

Soft 

60’ 

Coils Fed. 

Spec. 

WW-T-799 

$ 


2,000' 

1" 

'K* 

Soft 

100' 

Coi Is Fed. 

Spec. 

V/W-T-799 

$ 

/. 3/ 

2,000 

1" 

»K' 

Soft 

60' 

1 Coils Fed. 

Spec. 

WW-T-799 

$ 

/. 3 / 

500' ■ 

2" 

'K» 

Soft 

20 » 

Lengths Fed. 

. Spec. 

WW-T-799. 

' $' 


500' 

H" 

•K 1 

Soft 

20' 

Lengths Fed, 

. Spec. 

WW-T-799 

$ 











COMPANY: £, Clo- 

: IGNATURE r-^?^/!^ O S \ . (yjj)^ 

ERiMS: cp^_ %p /0 jsA^x. IfJ^, *3 & cC-o^Aj 
'.O.B.: 



DATE: v3 -^-•7- SV _ 

FIRM PRICE FOR ORDER DURATION: 


















CITY OF FORT WAYNE ' 

DEPARTMENT OP PURCHASES 
Number One Main St., Ft* Wayne, Ind. 46802 
• INVITATION 

OooUtkxUt Kiix>ci to tb-* corviltkxi* OQ tb-4 rrr*r>o b*r»of, *_r* r*qo**t*d on fb* follo-*fiu£ B-*i < 
or fwr tbo d#p*j-tao*at m ytt 

in tbavm b+lcn*. QooUtloc.® tnelod* Ml eitxr;** for <f»itr*ry. etc. 


Aiidr#*4 jrocr rorply x. 


lx\l *11 r*pU*4 »-ad 


Room' 

940, Number One Main St,, 

Ft, Wayn 

e, ind. 

46802 

REQUIRED FOR DELIVERY TO: . 


DEPT. 


Department 

nitritiinn 

WATER 1NTENANCJE & JdEKVJLL.E 

415 East Wallace Street 


Address 

Fort Wayne,, Indiana 

46803 




Page—!— 

Ref. Ho. __5Hi 

Dat 


March 19, 1981 


Data wanted _ 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing Wednesday, April ^J., 1981 at 11:30am 

Time of Bids___—-—.... . r - - ----— 

TAXES* TITS cmr I3 EXEMPT PROM EED2RAD EXCISE AND INDIANA STATE,3ALE3 TAX. THE CnT3 PUUANA BAIE S TAX EXEMPTION 
CESTT/ICaTS KUiiBXa 13 HO. PHICZ3 SHOULD NOT XN'CLUDS TBF&S TAX^S. **Inwt>odoo-» to Bidder®* No- 10 cm Mnw krr»of for d***U*u 

TAX EXEMPT (Unless otherwise indicated) 


S»pgU*«. M 


COPPER PIPE - REQUIREMENTS 

For April 1, 1981 thru December 31, 1981 
See attached sheets. 

The enclosed bidders sheet'must be properly completed 
and returned as your bid, along with the enclosed 
NON-COLLUSION AFFIDAVIT. ' 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this will be made on‘ .the basis of the 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance.of 
Purchase Orders, in quanities as required. 

All materials shall conform with the City 6f Ft. 
Wayne "Water Maintenance & Water Service Materials 
Standards" revised as of. September 14, 1979. 


AFFIRMATIVE ACTION: On file_ 


Attached 


Bid Bond wparcd *□ XX -- - 53 —-Perfotmanc* Bond □ □---- 

Sw Inaroctlon |t*n» Mo* It on rmn* *!<U b*noU 

2 % cask discount if paid wit hin—liL—daya from delivery and acceptance of goods or completion of services. 

’ " PROPOSAL OR BID 

sftrtstac SSsusktS 

Delivery of any or ail of the items or completion of services indicated shall be made within—-days from receipt of order*' 
IMPORTANT gy* 


r 


L 


__ v* a. (Ualdlaa footer la U>» *v»rd d aa ord*r, It D fcojxsctaat tiv»t VWw*r» 

JaiorajiUoa r«ro*»t*<i uww. 

Q*» Usr*i 


J 


* af Ccxa%*fW ^ 

? or 

1815 S. Anthony Blvd., P.0. Box_2201 

Ft. Wayne,.IN 46801_4/7/81 


AxMtm* .. 














































uvrrcrv nn t ct\ r 11 


i:s r. 

OTY. 

SIZE 

DESCRIPTION 

PRICE PER FOOI 



25,000 ' 

3/4: 

*K' Soft 100’ Coils Fed. Spec. 

WW-T-799 

’$ 

Col. I. 
.9306 

$ 

Col. II. 
.8375 

,25,000 * 

3/4" 

'K* Soft 60' Coils Fed. Spec. 

WW-T-799 

$ 

^9306 

$ 

.8375 

2,000* 

1" 

'K’-*Soft 100» Coils Fed. Spec. 

WW-T-799 

$ 

1.2238 

$ 

1.1014 

2,000 

1" 

»K l Soft 60’ Coils Fed. Spec. 

WW-T-799 

$ 

1.2238 

$ 

1.1014 

500* • 

2” 

•K* Soft 20’ Lengths Fed. Spec. 

WW-T-799. 

$ 

2-. 1762 

$ 

1.9586 

500’ 

li" 

. *K* Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

3.289 

$ 

2.9601 


COMPANY :_ Wayne Pipe & Supply, Inc. 


SIGNATURE: 

TERMS: 

2% 10th & 25th net 30 days 

F.O.U.: 

-5----- ' ~~ 

Delivered ’ • ’' ’ 

DATE: ’ 

April 7, 1981 


F l RM PR ICE FOR ORDER DURATI ON 


NOTE: The above prices in Column I are firm for the period of 
April 1, 1981 to December 31, 1981. Column II. prices 
are not firm. 


























CITY OF FORT WAYNE | 

DEPARTMENT OP PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Pave.. A of 5 ' 

Ref. No. SQ-7 

ttotoito*. Mitot to to* condition* oa to* htrW. PU-. r*qa«ud on to. follovinx lit of 

pjotU**. *jcir3ni*nt o* xrrio^i, far to* d^*ron*at u tn*atioo*i. »ito d.lW.rr to tUrtlaxtlon 
** too-»n Uio-v. OnnUtim. «i*Jt inelnd. *!1 ctor?-** to d.llwj-. pactlnt, t«. Add»u jo vtr rwly a. 

n.t. March 19 - 198 1 

Aar ° n “• G1UCk 423 - 70 %|. i BT U F M T OF PURCHASFS 

Data wanted 

. Room 940, Number One Main St., Ft. Wayne, Ind. 46802 

Fund 

Appropriation No_ 

REQUIRED FOR DELIVERY TO: ‘ 

Department ~~ WATL r R~MA 1NTENANCE & SERVICE DEPT. 

or Division 415 East Wallace Street ! 

i 

, Fort Wayne, Indiana 46803 

Adares3 



RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
TinSTf Bids_Wednesday, April 1981 at 11:30am 


lUHiTPlSTT, 13 rP.OM yxORP-AL 2XCISS AND INDIANA STATS SALS3 TAX. TH3 QIT3 INDIANA 3ALX3 TAX KX2DCPTI0N 

CSSTX7ICAT2 NUN3S3 13 NO. WHS. P3ICS3 SHOULD NOT INCLUBX THSSS TAXS3. &*. "IaKraciionj to S!AW No. 10 oa rrror>» h*r«f to- d*t,iU. 

TAX EXEMPT (Unless otherwise indicated) 


5 Ia 3 «pj>l!**. or Sorrir-o* 

COPPER PIPE - REQUIREMENTS 


For April 1, 1981 thru December 31, 1981 
See attached sheets. 


The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
NON-COLLUSION AFFIDAVIT. 1 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 


The award of this will be made on‘the basis of the 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Purchase Orders, in quanities as required. 

All materials shall conform with the City of Ft. 
Wayne "Water Maintenance & Water Service Materials 
Standards" revised as of September 14, 1979. 

AFFIRMATIVE ACTION: On file YES Attached 


Bid Bond r*<jnir*d □ 
Tennis^ 


% cash discount if paid within—30—days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 

In ccrapIUno. -dto to* xbo^t tartbujon for Wi*'*»d xcW*rt to *11 condition* to.toef, t 
tto* iron d»i* of cio*lnjr. to toalih *aj-.c* to* Itoraj or rjmitr ivici Mrriow cpoa •wKl 

prto ytt opp-c-tii* itaca. 

Delivery of any or ail of the items or completion of services indicated shall be made vhthin—days from receipt of ordar’tS 
IMPORTANT py d«UT»ty SAy * d-wldia* totor la to* d oa crto, ft U fcaportoat Sint Uitol 

■ ....,-pT fantoto to* iatorawf*-* •—»*- J «»- 

“1 , * 

v^R-V oters pum supply, imc. 


r 


TS&S22L. P resident, 


L 


J 


3427 N. Cl irflzon Street 


Fort Vlayne 












































COPPER WATER PIPE 


rdyt* □ ui o 


EST. 

QTY. SIZE DESCRIPTION PRICE PER FOOT 


25,000 ’ 

3/4: 

' K* 

Soft 

100’ 

’ Coils Fed. Spec. 

WW-T-799 

$ 

.76 



25,000 » 

3/4" 

* K' 

Soft 

60' 

Coils Fed. Spec. 

WW-T-799 

$ 

.76 



2,000' 

1 ” 

*K' 

Soft 

100’ 

Coils Fed. Spec. 

WW-T-799 

$ 

.98 



2,000 

1" 

'K' 

Soft 

60’ 

' Col Is Fed. Spec. 

WW-T-799 

$ 

.98 



500' • 

2" 

»K' 

Soft 

20’ 

Lengths Fed. Spec. 

WW-T-799. 

’ $ 

1.58 



500’ 

U" 

»K» 

Soft 

20' 

Lengths Fed. Spec. 

WW-T-799 

$ 

2.43 





FIRM PRICE FOR ORDER DURATION: April 7, 1981 thru May 7, 19 81 


For the balance of the year the following escalations apply: 
May 8,1981 thru July 31, 1981 + 5% on above prices 

Aug. 1,1981 thru Sept. 30,1981 + 7 %°l on above prices 
Oct. 1,1981 thru Dec. 31,1981 + 10% on above prices 





















CITY OP FORT WAYNE 1 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Page: _ of 

Ref. No. 5Q7 

Qpc'U^5o«-* % to tb# cx**Utk** on tb* rnh*r>» birnof, r*qtwt*d co tb# iolUminS ll*i cf 

*jdtm+** or >*rrio^. for t h* m tuatk«*i with <5*liv#rr to <S*«t!:Lst!<m 

u aNo~m Qoot»Uon. OuJt iaclod. all chxrr*. lor d»!lT»r/. ^«jdat. «. Aidrw jrcur rrsly u 

Lf- March 19, 1981 

^ ^ Aaron M. Gluck 423-70^ pARTMEf4T OF purchases j 

J Date wimted 

jai __ Room-940, Number One Main St., Ft. Wayne, Ind. 46802 j 

Fund 

Appropriation No. .. 

REQUIRED FOR DELIVERY TO: . 

De^hu-nL 7 WATER"MAINTENANCE & SERVICE DEPT, 

nr TiiVi=;i7.n 415 East Wallace Street 

Fort Wayne, Indiana 46803 

Address . . 



RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing Wednesday, Aprils, 1981 at 11:30am 


TAXES) TK3 COT IS EXSCT FEOH 3XX)3?-AL XXCIS3 AND INDIANA STATE SAL23 TAX. TH3 OTT’S INDIANA SALES TAX tZXXmO* 
CSXTI7ICAT3 NUNBS3 IS NO. MMS. PSICE3 SHOULD NOT INCLUDE THESE TAXES. £*» ‘Taiem«d«u la Biddm" No. 10 cm rww>» Lx driai!*. 

TAX EXEMPT (Unless otherwise indicated) 



Unit 

S*?plU*. /Sqxi^^Mcnt *r S*rrim 

U*i* 

X*rie» 




COPPER PIPE - REQUIREMENTS 

For April 1, 1981 thru December 31, 1981 

See attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
NON-COLLUSION AFFIDAVIT. i 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this will be made on'vthe basis of' the 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of 
Purchase Orders, in quanities as required. 

All materials shall conform with the City of Ft. . 
Wayne "Water Maintenance & Water Service Materials 
Standards" revised as of September 14, 1979. 

AFFIRMATIVE ACTION: On file Attached 




Bid Bond rNqmrsd □ XK __- PerforaAnc* Bond □ □ - - ___ 

• i. S» huaroctfoa itaa No. IS oa rmm ali. IxrwL 

cash discount if paid vathiiuT-Z^-days from delivery and acceptance of goods or completion of services. 


T.eiynaJ 


PROPOSAL OR BUD 


«o'pltiu»» «ritN tN« 


Delivery of any or all of the item3 or completion of sendees indicated shall be made within—days from receipt of order 

IMPORTANT TCP” Ai dali-rUT stay N* jl <J«IdJa* farter la tU cl aa ordx, it U Laportaat ti»t iWiwt 

~ — 1 ' Lira LA tN» lalomiitioa rrr>wt»ol 

Hya Hare l 

"Tint 


r 


n 


L 


j 


jrno 


of Cctnp>4nx 

_raw. 

o '“( Hey l up— *> 








zme; 











































EST. 

QTY. SIZE DESCRIPTION PRICE PER FOOT 


25,000 ' 

3/4: 

1 K’ Soft 100’ Colls Fed. Spec. 

WW-T-799 

$ 

. 31 

25,000 ’ 

3/4" 

Soft 60’ Coils Fed. Spec. 

WW-T-799 

$ 

.31 

2,000’ 

1" 

’K' Soft 100’ Coils Fed. Spec. 

WW-T-799 

$ 

1.06 

2,000 

1" 

'K» Soft 60' Coils Fed. Spec. 

WW-T-799 

$ 

1.06 

. 500’ \ 

2" 

' K’ Soft 20' Lengths Fed. Spec. 

WW-T-799. 

$ 

2.5 3 

500' 

U" 

*K' Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

1.71 






COMPANY: 

TRI STATE PLUHSTNG SUPPLY, INC. 




SIGNATURE: 

* 7 ?/ 





TERMS: 


t i 

NET - 30 DAYS / 




F.O.EL : 


DELIVERED YOUR DOCK 




DATE: ’ 


APRIL 7, 1931 

. 



FIRM PRICE 

FOR ORDER 

DURATION: SEE' BELOW' 





BIDDER SHALL HAVE THE RIGHT TO INCREASE THE CONTRACT UNIT PRICE IN AN 
AMOUNT EQUAL TO THE BIDDER’S;' INCREASE IN COSTS OF MATERIALS AMD SUPPLIES 
OCCURRING SUBSEQUENT TO THE DATE ON WHICH SUCH BID IS SU3MITTED.(HE RE IN- 
AFTER REFERRED TO AS "BASE DATE") ANY INCREASE (OR DECREASE) IN TiHE BIDDER’S 
COSTS OF MATERIALS AND SUPPLIES AFTER THE BASE DATE SHALL BE DETERMINED 
MONTHLY AND SHALL BE VERIFIED BY PROPER DOCUMENTS FURNISHED TO THE 
RESPONSIBLE AWARDING BOARD WHICH SHALL INCLUDE PROOF OF PRICE TO THE BIDDER 
FROM THE BIDDER’S SOURCE OF SUPPLY. . 

BIDDER MAY RESERVE THE RIGHT TO ALLOCATE ITS PRODUCTS TO ITS CUSTOMER IN A 
FAIR AND EQUITABLE MANNER, IF NECESSARY, DUE TO THE REDUCTION OF THE 
ALLOCATION FROM THE SOURCE OF SUPPLY TO THE BIDDER IN ACCORDANCE WITH ANY 
DIRECTIVES FOR MANDATORY ALLOCATION ISSUED BY THE APPROPRIATE AGENCY OF 
THE FEDERAL GOVERNMENT. 


















-&fD 

Admn. Appr. 

DIGES T SHEET ^ 

TITLE OF ORDINANCE CITY UTILITIES PURCHASE ORDER 4-09489 for COPPER PIPE FOR THE 

WATER MAINTENANCE AND SERVICE" DEPARTMENT.------ 

DEPARTMENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER 4-09489 FOR COPPER PIPE FOR THE 
WATER MAINTENANCE AND SERVICE DEPARTMENT. PURCHASE ORDER HAS BEEN ASSIGNED TO 
V.R. MEYERS PUMP AND SUPPLY, INC. EVALUATING THE BIDS, AND ALLOWING FOR MAXIMUM 
ESCALATION, DELIVERY, AND SCHEDULES AND SERVICE THEIRS WAS THE LOWEST AND BEST. 

THIS COPPER WILL BE USED FOR REGULAR USE IN THE WATER MAINTENANCE AND SERVICE 
DEPARTMENT. 


EFFECT OF PASSAGE THE WATER MAINTENANCE AND SERVICE DEPARTMENT WILL HAVE A REPLENIS HED 
SUPPLY OF COPPER PIPE FOR THEIR GENERAL SERVICE. 


EFFECT OF NON-PASSAGE THE ABOVE DESCRIBED PASSAGE CANNOT OCCUR. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 
$22,370.00 TO BE PAID FOR BY CITY UTILITIES. 


ASSIGNED TO COMMITTEE (PRESIDENT) 



























